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Message Text 

UNCLASSIFIED 

PAGE 01 BONN 14143 031023Z 
ACTION EUR- 12 

INFO OCT-01 EB-08 ISO-OO /021 W 

071513 040206Z/21 

R 031012Z AUG 78 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0821 
AMCONSUL DUSSELDORF 
AMCONSUL FRANKFURT 

UNCLAS BONN 14143 

E.O. 11652: N/A 
TAGS: BEXP, GW 

SUBJECT: ADS REQUEST FIBERGRATE CORPORATION, 

DALLAS, TEXAS 

THE FOLLOWING FIRMS WERE CONTACTED INDIVIDUALLY BY THE 
FOREIGN SERVICE POSTS AND HAVE EXPRESSED THEIR INTEREST: 

OHLER EISENWERK THEOB. PFEIFFER 
D-5970 PLETTENBERG - OHLE 
CONTACT: HERR DRECHSLER 
PHONE: 02391-61205 
TELEX: 08201801 
CABLE: EISENWERK OHLE 

COMMENT: FIRM IS GENERALLY INTERESTED TO RECEIVE DE- 
TAILED INFORMATION MATERIAL. COMPANY WAS ESTABLISHED 
IN 1895, EMPLOYS 950, ANNUAL SALES: OVER DM 100 MILLION, 

FINANCIAL REFS.: DEUTSCHE BANK IN HAGEN AND SPAR- 
KASSE IN PLETTENBERG-WERDOHL. 

HALLEN-& INDUSTRIEBAU GMBH 
KASSELER STRASSE 
D-6442 ROTHENBURG, FULDA 
CONTACT: HERR STALLFORT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BONN 14143 031023Z 

PHONE: 06421-64021 

COMMENT: GERMAN ORIGINAL EQUIPMENT MANUFACTURER IS 
INTERESTED IN THIS OFFER, SUBJECT TO COMPETI- 
TIVENESS OF PRODUCT QUALITY AND PRICE; WILL COMMUNI- 
CATE DIRECTLY WITH FIBERGRATE CORP. 

APPROVING OFFICER: GUSTAF COONTZ, COMMERCIAL COUNSELOR 
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MEEHAN 


UNCLASSIFIED 


NNN 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BONN14143 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780318-1251 
Format: TEL 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780899/aaaadfkn.tel 

Line Count: 63 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: e104366a-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1840820 
Secure: OPEN 
Status: NATIVE 

Subject: ADS REQUEST - FIBERGRATE CORPORATION, DALLAS, TEXAS THE FOLLOWING FIRMS WERE CONTACTED INDIVIDUALLY BY 
TAGS: BEXP, GE 
To: COM 
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